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Mode! 1 FILMCHEK MICR< 


■ translucent white plexiglass diffuser provides 
glare-free transillumination 

a available with or without Griswold film splicer 

■ geared rewinds, with adjustable tension brakes, 
speed film transport 

a sturdy, lightweight aluminum housing 

Essential to effective, efficient quality control, the 
Filmchek Model 1 speeds and simplifies the entire 
microfilm inspection process, with heightened accu¬ 
racy and reduced eye fatigue. This is accomplished 
by a soft, white Sight diffuser that illuminates bright¬ 
ly, but baffles out glare and hot-spots. And, as many 
as 50 frames may be viewed at a clip. 

Film passes safely over polished, tapered idlers, at 
a rate of speed and a degree of tension that the 
operator selects. Rewinds are geared, tension-ad¬ 
justable, and firmly fastened to the ail-aluminum 
cast case. 

The distortion-free 8x hand magnifier makes inspec¬ 
tion of each frame easy, strain-free and thorough. 


SPECIFICATIONS 

MODELS: 1A includes 

IB identical to Model IA, Jl 
Film Capacity: 400 feet 
Power Requirements: 110v, AC, 60 < 
Power Consumption: 14 watts 
Overall Dimensions: 27W’ I x 11" d x 7 
Weight: 18 lbs. 


View as many as 50 frames on 16" translucent 
light box K 

Splicer handles all 16mm and 35mm formats. 
Security recess f6r cement bottle prevents tipping. 
Powerful Iwfd magnifier enlarges image 8x for 
minute inspection 
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FILMCHECK MICROFILM INSPECTOR 


















Direction light permits accurate selectivity of 
area to be scanned. Adjustable from V 2 " to 15" 
scan diameter. 
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